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[Abstract:] Verifying scale of Diameter. Exceptions. 1197 


United States Mint, Philadelphia, Penn., 
Engraver’s Department, 
December 11, 1883 


Sir 


I find the enclosed scale correct with the following exceptions viz Half Eagle from 1838 
the diameter has been 13 4% / 16 and not 14/16. 


The Five cent nickel cannot be given in sixteenths the diameter of the old piece was 20 
mille meters or 787/1000 of an inch the new 21 mille meters or 826/1000 of an inch (.787). Any 
piece may, if very carefully measured with fine calipers, be found to vary from the standard size, 
this may arise from the planchette being struck high up or low down in the collar, and again from 
the condition of the planchette when struck. 


Very respectfully, 
Your obedient servant, 
Chas. E. Barber 

Eng. 


Hon. A. Loudon Snowden 
Superintendent 


